FAIRCHILD 





The Fairchild grinder is a powerful precision 
instrument adaptable to light industrial or home 
craftsman needs. The pencil size hand piece 
permits use on delicate and precise work. 
Dynamically balanced, self aligning vibration 
absorbing coupling. Sealed ball bearings at load 
points. Hard baked enamel finish. %4 H.P. Uni- 
versal motor, 110 volts, 60 cycle, 19000 R.P.M. 


No. F10—Grinder only .......... Each $16.75 
One in a Shipping Container 


FAIRCHILD GRINDER KIT 





Kit consists of one F10 grinder, four assorted 
grinding points, three file burrs, one wire wheel, 
one slitting saw, chuck wrench. Assembled com- 
plete in strong wooden box. A tool of a hundred 
uses—drills, grinds, polishes, die sinking, etc. 14 
H.P. Universal motor, 110 volts, 60 cycle, 19000 
R.P.M. 


No. Fl—Hand grinder kit ........ Each $19.75 
One in a Shipping Container 


FAIRCHILD FLEXIBLE SHAFT KIT 





Consists of 4% H.P. grinder unit complete with 
flexible shaft, hand piece, chuck wrenches. Ten 
popular accessories for industrial or home work 
bench use. Assorted shape grinding points, filing 
burrs, slitting saw, wire wheel brush. Assembled 
in strong wooden box. For general purpose uses, 
such as jewelry and dental mechanics, die work, 
etc. 1449H.P. Universal motor, 110 volts, 60 cycle, 
16000 R.P.M. at hand piece. 


No. F2—Flexible shaft kit ..... ...Each $19.95 
- One in a Shipping Container 


